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Month Page 


Administration 

Hospital Has Right to Name Medical Staff January 

Institute on Ward Administration at U. of Ottawa .... March 

Use of Standard Nomenclature of Disease and 
Operations 

Appraisal of the ‘Standard Nomenclature’ 

Manitoba Adopts “Standard Nomenclature” (edit) .... 

The Fairville Investigation (edit) 

Canadian Intern Board Reports on Assignments 

Administration Course Sponsored by U. of Alberta 

Sanatorium School of Adult Education 

The Importance of Social Service in Hospitals 

Qualifications of a Hospital Administrator 

Suggestions from a Nova Scotia Administrator 

Well-Planned Medical Staff Meetings November 

Basic to Education November 

The Standard Nomenclature of Disease and Operations December 


September 


Architecture and Construction 

Research cn Hospital Construction (edit) January 
Errors to Avoid in Building the Rural Hospital February 
Maternity Wing at Royal Jubilee 

Grace Hospital, Windsor, Opens New Wing 

Government Aid for Hospital Construction (U.S) 


Colour Therapy Features New Wing at Toronto East 
General 
Wartime Building Costs (edit) 
New Hospital at Eckville 
ol. Mewburn Pavilion Opened at Edmonton 
‘unicipal Hospital at Raymond, Alberta 
Canadian Construction Costs (edit) 
‘Aore Medical Schools Needed (edit) 
booklet on Construction Available 
Hospital Facilities Needed under Health Insurance September 
he Housing Shortage (edit) October 
The Planning of the “Sodersjukhuset’’ 
New Runnymede Hospital December 


DECEMBER, 1945 


Month Page 


Associations and Conferences 

Misuse of Blue Triangle (edit) 

Hospital Care Plans Hold Meeting 

Regional Conference of Western Ontario Hospitals. .... 

Valuable Joint Study Committee (edit) 

Regional Conferences (edit) 

Maritime Hospital Association Meeting 

Growth of the Maritime Association (edit) 

Presidential Address to the C.H.C. 

Important Decisions Made at Council Meeting 

Secretary's Report to the Council 

The Biennial Meeting (edit) 

Resolutions Approved by the Canadian Hospital Council October 
WUT © Nei Camu cc cs ccecice ccc adc narrcacscemioe October 
The Council and the Hospital Plans (edit) November 
Catholic Hospital Council Holds Meeting November 
Saskatchewan Association Meets at Yorkton December 
Alta. Hospitals Approve Min. Nurse Salaries December 


Government Plans Elaborated at Manitoba Hospital 


Convention December 


Auxiliaries 
Why An Auxiliary? February 


Business Management and Finance 
Mr. Ilsley’s Views on Low-Interest Government Loans.... January 
Effect of High Taxation on Voluntary Hospitals 
Analysis of Costs Nearing Completion in Ontario 
Hospital Service—A Partnership of Interests 
War Taxes Eased 
Can Hospitals Afford a Pension Plan? 

August 
Analysis of Operating Costs (Ontario) September 
Present Status of Hospital Accounting .........0.ccccccee October 
Unique but Effective Financing (edit) 
A Guaranteed Annual Wage 





Month Page 
Dietetics 
What About Margarine? (edit) January 41 
Study Made of Newfoundland Diets 37 
Needs and Responsibilities of Student Dietitians 
The Sugar Situation (edit) 
Two Forgotten Aspects of Nutrition 


November 
November 


Equipment and Maintenance 
~ Policies in the Disposal of War Surpluses January 
Availability of Supplies February 
Do You Know Voor LGuingiy? *5.5:.1.6:0iscesecovessovesveveaceeeseteds February 
Disposal of War Surpluses (edit) February 
Safety Programme to Eliminate Accidents February 
_Getting Full Production from Laundry Machinery 
Keeping the Hospital Spick and Span 

Oxygen Distribution Piping System 

Joint Committee Studies Explosion and Fire Hazards. . 
An Ingenious Folding Chair 

Coal, Its Selection and Purchase 

Sprinklers Provide Safety from Fire 

Laundry Classification System 

Certain Service Hospitals Available for Pu-chase .... 
Fairchild 4’ x 5‘ Camera Now Available . 

The Hospital Medical Library 

A Light for the Patient 

Fire Prevention is a “Must” 

Practical System of Snow Removal 

Ciear the Deck! 


August 
September 
September 


November 
December 


Governmental (including legis!ation, regulations and 
medico-legal ) 

Disposal of War Surpluses January 
’ Mr. Ilsley’s Views on Low-Interest Government Loans. January 
Medico-Legal Importance of Accurate Observation January 
Manitoba’s New Health Plan (edit) February 
Disposal of War Surpluses (edit) February 
Public Hospitals Entitled.to Municipal Priorities .. 

Revised Memorandum of Arrangements with D.B.T. .... 
Professional Men Under Section of Labour Code 


March 
March 


Easing of War Taxes 

Permission Given to Hold C.H.C. Meeting 

Legal Implications of Defamatory Statements 

New Basis of Health Insurance Proposed 

Assistance for Hospital Construction 

War Exchange Tax Still Holds on X-ray and Laundry 
Equipment 

New Zealand Sets Up Pool of Physicians 

Future Care of Veterans November 

War Exchange Tax Removed November 

Federa! Aid to Hasten Saskatchewan Health Program December 


September 
September 


September 


Health Insurance and Social Security 
(including Hospital Care Plans) 


Manitoba’s New Health Plan (edit) 

National Health Programme (U.S.A.) 
Manitoba Health Plan Outlined by Minister 
Social Security Legislation in New Zealand 
Britain Guards Health Now 

Pre-Payment Surgical Plan Approved (Ont.) 
Analysis of Health Organizations (book review) 
New Basis of Health Insurance Proposed September 
A.M.S. Develops Group Medical and Hospital Service... November 


British Labour Government Replaces Health Insurance 
by State Medicine 


February 
February 
February 


December 


Hospitals 

Hospitals Keep Going (Storm) 
Shortage of Interns 

Know Your Hospital 


84 


Month Pcge 


British Hospital in Buenos Aires 

Faciilties for the Psychoses 

Red Cross Blood Service to Australian Hospitals 
Hospitals as War Memorials 

Mental Patient Admissions Increase 

A Century of Service (Hotel Dieu, Kingston) 
Hospitals in Europe 

The Voluntary Hospital in the Future 

St. Mary’s of London 

The Hospital and the Church 


Medical, Clinical and Public Health 

B.C.G. Vaccine Recommended for Nurse Non-Reactors.. January 

Public Health Services and Hospitals February 

Restrictions on Penicillin Distribution Relaxed 

Speeding Recovery 

High-Falutin’ Obstetrics (edit) 

Britain Leads in Treatment of War Wounded 

New Eye O.R. at Winnipeg General 

Health Conditions in the N.W. Territories 

Burns from Cautery 

Blood Donor Services in the Post-War Period (edit)... 

Communicable Disease 

Chronic Starvation 

Fewer Sizes of Hypodermic Needles 

Controlling Bovine Tuberculosis 

Pharmacology of Some Anaesthetic Drugs 

Kenny Treatment Investigated 

Management cf Syphilis 

Medical Reconditioning (R.C.A.F.) 

Commission Reports Against Winnipeg Cancer Treat- 
ment 

Red Cross Blood Transfusion Service 

Social Problems of the Diabetic Patient 

New Zealand Sets Up ‘Pool’ of Physicians 

Health Care in Britain Undergoing Change 


November 


December 
December 
December 


September 


September 
October 
October 
October 
November 


Miscellaneous 
Watchman, What of the Night? o......5:.c.c.-..vesssnessckcsess January 
Memories of Budapest February 
Dr. B. T. McGhie (edit) February 
Misuse of the Blue Triangle (edit) February 
Flower Arrangement 
“The Canadian Hospital’’ Comes of Age 
Pan-American Movement (edit) 
“Chief Doctor of the Camps” (edit) 
$34,000 in War Bonds to Physician-Artists 
Employees Loyal on V-E Day 
A Litany of Intercession 
Mob Frenzy (edit) 
Four Benefactors Honoured 
Medical Philately 
Part Il 
Part Ill 


August 
September 
Mr. Chairman, | Move. . . 

Silk Screen Prints 

Good Neighbour Policy 

The S.S. “Hamonic” Fire September 
Why Leaves Turn Colour October 
Striking Photographs at First Physicians’ Camera Salon November 
After Six Christmases of War ‘. December 
“The Canadian Hospital’ Offers Awards December 


Nursing 
Leading the Way February 
Estimating Nurse-Patient Ratio February 
Proposals for Nurse Salaries and Working Conditions.... February 
To the Graduating Class 

A Nurses’ Home or Anybody’s Home? 

Hospital Nursing and Nurse Education 

Nurse Training for the British Colonial Empire 


September 
November 
November 
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Month Page 
Obiter Dicta 


Research on Hospital Construction 

A “30-Hour’’ Week 

Living Memorials 

What About Margarine? 

Manitoba’s New Health Plan 

Disposal of War Surpluses 

Dr, B. T. McGhie 

Misuse of the Blue Triangle 

Manitoba Adopts Standard Nomenclature 
Pan-American Movement 

“Chief Doctor of the Camps” 
High-Falutin’ Obstetrics 

Wartime Building Costs 

Enlisting High School Journalists 

Fairville Investigation 

Post-War Blood Donor Services 
Congratulations to HOSPITAL PROGRESS 
A Valuable Joint Study Committee 
Reflections on a World Tragedy (Roosevelt’s death).... 
Rehabilitation in Civilian Hospitals 
Canadian Construction Cests 

Regional Conferences ................... 

Mob Frenzy 

More Medical Schools Needed 
Reinstatement of Returning Personnel 

BYR VIVE ST INGUS BOGE cores tsechhccatsreetecichcl ty Acer evens 
Peo VONWO DIE DOOR ects cote ceciccecetcdivac la teexsse8 stoves evista 
Placing Returned Men and Women 
Growth of the Maritime Association .........0ccccceeee : 
A Successful Hospital Campaign 

A Central Civilian Blood Service 

The Public Must Pay 

Less Latin and Better Custard 

The Biennial Meeting 

The Housing Shortage 

Unique but Effective Financing 

A Guaranteed Annual Wage 

The C.H.C. and the Hospital Plans 
World Youth Conference 

The Sugar Situation 

Manitoba Passes Motorist Legislation 
Research in Canada 

Visiting Nurse Service 


January 40 


February 


September 


October 


November 


December 


Personnel 

A “30-Hour Week” (edit) 

The Shortage of Interns 

Labour Union Adopts Questionable Tactics 
When the Boys Come Home 

Keeping Workers Fit in Hot Weather 
Reinstatement of Returning Personne} 

A Valuable Booklet (edit) 


DECEMBER, 1945 


Month Page 


Employment of Enlisted Men and Women 

Selection and Placement of Workers 

Placing Returned Men and Women (edit) 

Has Collective Bargaining a Place in Hospitals? August 
The Public Mise Pay: (OGt) cncccccccscccccvcccsccecsesnsssnsor seit . September 
Comments on the Personnel Situation ............c.cccccccee . November 


Post-War Planning 


Planning for Care of the Sick in Rural Communities.... 
Necessity for an Integrated Programme 

Planning for Convalescent Care 

Facilities for the Chronically Ill 

A Health Service Unit (U.S.P.HS.) 

Hospital Facilities under Health Insurance 
Co-Ordination of Hospital Service 

Central Civilian Blood Service (edit) 

Red Cross Blood Transfusion Service 


January 
January 
January 
January 


September 
September 
September 
October 


Public Relations 


The Hospital Speaks to the Community 

Newspaper Editors on Hospital Public Relations 

Know Your Hospital 

Enlisting High School Journalists (edit) 

The Fairville Investigation (edit) 2... cece 
A Successful Hospital Campaign (edit) 


War 


Living Memorials (edit) 

“Chief Doctor of the Camps” (edit) oo... 
Hospitals as War Memorials 

Rehabilitation in Civilian Hospitals (edit) 
When the Boys Come Home 


Etygienie Instittite ire Gebanishe qc. ci cc ccn cc cccccccccessnscnseceses ...... November 


Special Features 


“Across the Desk’’: Page 12 of each issue 

“With the Hospitals in Britain’: January page 48, February page 42, 
March page 60, April page 44, May page 48, June page 46, July 
page 43, August page 44, September page 48, October page 56, 
November page 56. 


Here and There: January page 52, March page 64, April page 46, 
June page 48, July page 52, September page 52, October page 
54, November page 54, December page 56 

Correspondence: January page 54, February page 54, May page 76 

Book Reviews: February page 72, May page 66, June page 62, July 
page 74, August page 70, October page 96 


V.D. Briefs: February page 74, March page 72, May page 68, June 
page 74, July page 66. August page 68, November page 92, 
December page 72 


With the Auxiliaries: February page 54, March page 68, May page 54 





INDEX OF AUTHORS 


Agnew, G. H, MD: An Integrated Programme in 
Post-war Planning 
Memories of Budapest 
British Hospita! in Buenos Aires 
Chronic Starvation 
Hospitals as War Memorials 
Hospital Facilities under Health Insurance 
Why Leaves Turn Colour 
(See also editorials and unsigned articles) 
Amyot, G F., MD.: Communicable Disease and the 
General Hospital 
Anderson, A. F., MD: Presidential Address to the 
HAS 
Armstrong, R. Fraser: Hospital Service—A Partnership 
of Interests 


Barnes, John T.: The “S.S. Hamonic’’ Fire . 
Beatrice, Sister: Planning for Convalescent Care 
Beauchamp, F. D.: Can Hospitals Afford a Pension 


Billingsly, Rev. Jeffrey: The Hospital and the Church.. 
Brady, James C.: Present Status of Hospital Accounting 
Brett, Brigadier Alice: Grace Hospital, Windsor, Opens 


Cederstrom, Hj.: Planning the Sodersjukhuset 
Chenoweth, W. R.: Effect of High Taxation on Volun- 
tary Hospitals 
Comments on the Personnel Situation 
Coppinger, Harry, MD.: BCG Vaccine Recommended 
for Nurse Non-Reactors 
O.R. for Eye Surgery at Winnipeg General 
Coulter, Miss Anne: Keeping the Hospital Spick and 


Cull, Dr. J. S.: Communicable Disease and the General 
Hospital 


Davis, Graham: Care of the Sick in Rural Communities 

Davis, Howard: Selection and Placement of Workers.... 

Dench, Ernest: Keeping Workers Fit in Hot Weather... 
Practical System of Snow Removal 


Farmer, Wing-Com. A. W.:Medical Reconditioning .... 
Feasby, W. R., M.D.: Burns from Cautery 
When the Boys Come Home 
The Hospital Medical Library 
Flemington, Rev, W. T. R.: After Six Christmases of 
War! 


Givens, A. C.: Editors’ Views on Hospital Public 
Relations 
Gray, William: Mr. Chairman, | Move 


Guest, Haden, M.D.: Hospitals in Europe 


Heringa, Miss Louise: Flower Arrangement . 

Heywood, D. W.: A Light for the Patient .................. 

Hofmeyer, H. O., MD.: Britain Guards Health 

Holbrook, J. H., M.D.: A Sanatorium School of Adult 
Education 


Month Page 


September 
October 


June 
October 


June 


September 
January 


July 
August 
December 
October 


March 


November 


January 
November 


January 
May 


March 


June 


January 
August 
July 
November 
September 
May 

July 
October 


December 
February 


April 
July 
November 


March 
October 
March 


Ignatius, Rev. Mother: Suggestions from a Nova Scotia 
Administrator 


Jones, Wm.: Oxygen Distribution Piping System 
Jonkel, Jon M.: The Hospital Speaks to the Community 


Lash, G. H.: Procedure for Disposal of War Surpluses.. 
Lucas, G. H.: Pharmacology of Some Anaesthetic Drugs 


Madeleine of Jesus, Sister: Institute on Ward Admini- 
‘stration 

Manes, J. H.: Availability of Supplies 

Maxwell, E. E.: Errors to Avoid in Building the Rural 
Hospital 

McCann, Elizabeth: A Nurses’ 
Home? 

McCleery, Miss Ada: Qualifications of a Hospital Ad- 
ministrator 

McGhie, B. T., M.D.: 
Hospitals 

McKenzie, D. G.: Watchman, What of the Night?........ 

McMillan, Joseph, M.D.: Well Planned Medical Staff 
Meetings 

Morrison, Pearl: Facilities for the Chronically Ill 

Morrow, R. J.: Getting Full Laundry Production 

Mortimer, Norma: Social Security Legislation in New 
Zealand 

Mortlock, Edith: Use of the Standard Nomenclature.... 

Munger, Claude, M.D.: Basic to Education 


Home or Anybody’s 


Public Health Services and 


Palliser, Miss Elinor: To the Graduating Class 

Parkes, Col. W.: St. Mary’s of London 

Pringle, Mrs.- Edith: Importance of Social Service in 
Hospitals 


Rogers, Miss Elizabeth: Administration Course by the 
U. of Alberta 

Ruddick, George: Clear the Deck! oo... 

Saunders, Norman: Analysis of Hospital Costs 
Ontario 

Shaw, Mrs. Leonard: Why an Auxiliary? 0... 

Smith, A. W.: Do You Know Your Laundry? 

Snyder, Cecil: Medico-Legal Importance of Accurate 
Observation 

Stanbury, W. S., M.D.: Red Cross Blood Transfusion 
Service 


Month Page 


September 


February 


January 
August 


February 
February 
September 
August 


February 
January 


November 
January 
March 


March 
March 
November 


June 
December 


July 


June 
December 


May 
February 
February 


January 


October 


. March 


Theodore, Sister M.: Stanclard Nomenclature of Dis- 
ease and Operations 
Trainor, O. C.: Voluntary Hospital in the Future 


Walker, T. W., M.D.: Modern Maternity Wing at 
Royal Jubilee 
Wrenshall, Eleanor: “The Canadian Hospital’ Comes 
of Age 
Use of Colour Therapy at Toronto East General ... 
Employees Loyal on V-E Day 


November 
December 


December 


March 


April 


46 


38 
23 


The CANADIAN HOSPITAI. 











